Info
- date: 07/11/2021
- process: Check
- source: F:\
- source volume label: My Disc

Basic statistics
- time elapsed: 00:00:39
- overall transfer [kB/s]: 882
- folders processed: 1
- files processed: 8
- source bytes read: 33,8 MB (35.524.608 bytes)
- source average transfer [kB/s]: 1.682 (11X)
- source clean   transfer [kB/s]: 1.681 (11X)

Errors
- errors: 0
- warnings: 0
- other: 1
